66      DOCKETED ITEMS

R. Periodic operating reports & related correspondence

9109030029 Forwards facility semiannual radioactive effluent release rept for 910101-
0630.

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 91/08/23. Docu-
ment Control Branch (Document Control Desk). 1p. 58926:294-58926:309.

-9109030035 "Semiannual Radioactive Effluent Release Rept 910101-0630."
STEPHENSONJ.D. Florida Power Corp. (subs, of Florida Progress Corp.). 91/06/30.
15pp. 58926:295-58926:309.

9109160341 Monthly operating rept for Aug 1991 for Crystal River Unit 3.W/910912 Itr.
MCLAUGHLIN.R.L, BOLDT,G.L Florida Power Corp. (subs, of Florida Progress
Corp.). 91/08/31. 5pp. 59119:221-59119:225.

V. Operator Examinations

9109100306 Requests that end ref mat! requirements be provided prior to reactor &
senior reactor operator licensing exams scheduled for 911118.Requirements for ad-
ministration of written exams also encl.

PEEBLES.TA Region 2 (Post 820201). 91/08/12. BEARD.P.M. Florida Power Corp.
(subs, of Florida Progress Corp.). 13pp. 59023:001-59023:013.

9109170240 Provides notice of change in operator status.M Gallian (Operator License
OP-20722) license should be terminated effective 910830.Operator permanently reas-
signed from position necessitating license certification.

BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.). 91/09/12. Docu-
ment Control Branch (Document Control Desk). 1p. 59127:139-59127:139.
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F. Security, r

urgency & fire protection plans

9109050151 Revised EPIPs.including rev 8 to CEPIP 3101-01, "Environ Sample Collec-
tion Procedures for Air,Water.Soil,Vegetation, Milk & Snow," rev 9 to CEPIP 3102-01,
"Survey techniques for Station Ground Containment..," & rev 4 to CEPIP 3103-01.

* Commonwealth Edison Co. 91/08/23. 23p. 59019:001-59019:024.

9109170106 Forwards insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809 &
notice of violation.

RING.M.A. Region 3 (Post 820201). 91/09/11. REED.C. Commonwealth Edison Co.
2pp. 59110:278-59110:290.

-9109170121  Insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809. Violations
noted.Major areas inspected:assess implementation of fire protection program.admin
procedures, completed surveillances & audits.
GAINTY.C.A. Region 3 (Post 820201). 91/09/11. 9pp. 59110:283-59110:290.

9109170104 Revised EPIPs,including Rev 0 to CEPIP 3211-01,Rev 0 to CEPIP 3214-
01,Rev 1 to CEPIP 3220-01 ,Rev 1 to CEPIP 3301-01, Rev 1 to CEPIP 3303-01 ,Rev 1
to CEPIP 3304-01,Rev 1 to CEPIP 3401-01 & Rev 1 to CEPIP 3402-01.

*  Commonwealth Edison Co. 91/09/30.150pp. 59136:033-59136:275.

H. General correspondence

9109120175 Responds to 910729 request for NRC response to PW Barca inquiry con-
cerning facility.NRC closely monitoring licensee corrective action programs & efforts
to improve facility performance.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/08/29. KOHL.H.
Senate. 10pp. 59087:121-59087:137.

P. Operating license stage documents & correspondence

9109040123 Forwards description & status update for each svc water & 1ST action item
& Rev 0 to "Ref Document Svc Water Sys."

STIMAC.S.F. Commonwealth Edison Co. 91/08/28. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 29pp. 59004:195-59005:222.

-9109040125 "Ref Document Svc Water Sys."

*  ABB Impell Corp. (formerly Impell Corp.). 91/05/15. 300pp. 59004:224-59005:222.

9109050074 Forwards amends 129 & 118 to licenses DPR-39 & DPR-48, respectively &
safety evaluation.Amends revise tech specs re inservice testing of pressurizer safety
valves by incorporating spec 4.0.5 requirements from Westinghouse SIS.
HICKMAN.J.B.  Project  Directorate   III-2.  91/08/28.   KOVACH.TJ.  Commonwealth
Edison Co. 2pp. 59009:187-59009:202.

-9109050083 Amends 129 & 118 to licenses DPR-39 & DPR-48,respectively, revising
tech specs re inservice testing of pressurizer safety valves by incorporating spec 4.0.5
requirements from Westinghouse STS.
BARRETT.RJ. Project Directorate UI-2. 91/08/28.11pp. 59009:189-59009:199.

-9109050087 Safety evaluation supporting amends 129 & 118 to licenses DPR-39 &
DPR-48,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp.
59009:200-59009:202.

9109040185 Confirms 910904 mgt meeting at NRC Regional Ofc in Glen Ellyn.lL to dis-
cuss operational assessment of plant events, pilot program for 12 h control room
shifts.plant station performance & other items of mutual interest.
GREENMAN.E.G.  Region  3  (Post 820201).  91/08/29.  REED.C.  Commonwealth
Edison Co. 2pp. 58936:222-58936:223.

9109040193 Extends commitment date for implementation of A-model program at
facilities.Addl time  necessary to resolve problem recently identified during field
testing.Evaluation of listed options will be completed by 911030.
STIMAC.S.F. Commonwealth Edison Co. 91/08/29. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58954:276-58954:277.

9109160286 Forwards amends 130 & 119 to licenses DPR-39 & DPR-48,
respectively.Amends revise RCS section of TS to allow use of Bechtel-KWU Alliance
sleeving methodology for repair of SG tubes.

HICKMAN.J.B.  Project  Directorate   III-2.  91/09/10.   KOVACH.T.J. Commonwealth
Edison Co. 2pp. 59107:001-59107:013.

-9109160295 Amends 130 & 119 to licenses DPR-39 & DPR-48,respectively, revising
RCS section of TS to allow use of Bechtel-KWU Alliance sleeving methodology for
repair of SG tubes.
BARRETT.RJ. Project Directorate UI-2. 91/09/10. 8pp. 59107:003-59107:010.

-9109160300 Safety evaluation supporting amends 130 & 119 to licenses DPR-39 &
DPR-48,respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 3pp.
59107:011-59107:013.

9109230134 Submits response to NRC safety evaluation of facility second ten-yr interval
of inservice testing program for pumps & valves.dtd 910604,specifically,App B of TER.
SCHUSTER.T.K. Commonwealth Edison Co. 91/09/16. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 34pp. 59192:280-59192:313.

9109120064 Rev O.E to radioactive effluent technical stds of ODCM for Zion Nuclear
Station.

* Commonwealth Edison Co. 91/09/30. 49pp. 59103:309-59104:005.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109040312 Responds to NRC 910717 Itr re unresolved item noted in Insp Repts 50-
295/91-10 & 50-304/91-lO.Corrective action:outage editor sys installed & implement-
ed to assist operators in creating out-of-svc equipment packages.
KOVACH.TJ. Commonwealth Edison Co. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 4pp. 58954:272-58954:275.

9109170106 Forwards insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809 &
notice of violation.

RING.M.A. Region 3 (Post 820201). 91/09/11. REED.C. Commonwealth Edison Co.
2pp. 59110:278-59110:290.

-9109170114 Notice of violation from insp on 910408-0809.Violation noted:failure to
identify malfunctions & deficiencies of Unit 2 SAT deluge sys which caused inadvert-
ent operation on 901127.
RING.M.A. Region 3 (Post 820201). 91/09/11. 2pp. 59110:280-59110:282.

-9109170121 Insp repts 50-295/91-08 & 50-304/91-09 on 910408-0809. Violations
noted.Major areas inspectedtassess implementation of fire protection program.admin
procedures, completed surveillances & audits.

GAINTY.CA, HOLMES.J.A., JABLONSKI.FJ. Region 3 (Post 820201). 91/09/11.
9pp. 59110:283-59110:290.

9109170116 Responds to NRC Itr re violations noted in insp repts 50-295/91-14 & 50-
304/91-14.Corrective actions:valve design procurement spec revised indicating cor-
rect max design differential pressure.

KOVACH.TJ. Commonwealth Edison Co. 91/09/11. Document Control Branch (Docu-
ment Control Desk). 4pp. 59120:135-59120:138.

9109190046 Forwards safety insp rept 50-295/91-15 & 50-304/91-15 on 910702-0826
& notice of violation.

SHAFER.W.D. Region 3 (Post 820201). 91/09/12. REED.C. Commonwealth Edison
Co. 2pp. 59134:018-59134:041.

-9109190050   Notice   of  violation   from   insp   on   910702-0826.Violation   noted:on
910606,unit 2 entered mode 3 w/steam supply to 2A auxiliary feedwater pump
inoperable.Condition existed until 910608 when steam supply sys made operable.
SHAFER.W.D. Region 3 (Post 820201). 91/09/12. 1p. 59134:020-59134:020.

-9109190054 Insp repts 50-295/91-15 & 50-304/91-15 on 910702-0826. Violations
noted.Major areas inspected:sumrnary of operations,operational safety verification &
ESF safety walkdown.maint & surveillance observation.
FARBER.MJ. Region 3 (Post 820201). 91/09/10. 21pp. 59134:021-59134:041.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109050044 Forwards fitness-for-duty program performance data for 6 month period
ending 910630,presenting info re random testing rate,drugs tested for & cut-off levels
& workforce populations tested.

SCHUSTER.T.K. Commonwealth Edison Co. 91/08/30. Document Control Branch
(Document Control Desk). 22pp. 59027:310-59027:331.

9109160307 Monthly operating repts for Aug 1991 for Zion Units 1 & 2. W/910909 Itr.
HERRON.R., JOYCE.T.P. Commonwealth E
59119:265.

Edison Co. 91/08/31. 13pp. 59119:253-rational Events Assessment (Post 870411). 91/09/16.
